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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 01 1958 
ORIGIN ARA-10 

INFO OCT-OI ISO-00 PM-04 SS-I5 A-OI MED-03 CIAE-00 INR-07 
NSAE-00 INRE-00 NSCE-00 SSO-00 /04I R 

DRAFTED BY ARA/ECA:FERONDON:JC 
APPROVED BY ARA/ECA:RWZIMMERMANN 
PMJOHN SCOTT (DRAFT) 

182347Z 086728/70 

O P 1823I7Z JAN 77 ZFF4 
FM SECSTATE WASHDC 

TO AMEMBASSY BUENOS AIRES NIACT IMMEDIATE 
INFO HQ USAF WASHDC/CVAF PRIORITY 
HQUSA WASHDC/ACSI/DAMIFL PRIORITY 
DOD/ISA PRIORITY 

USCINCSOUTH QUARRY HTS CZ PRIORITY 
WRAMC WASHDC PRIORITY 

UNCLAS STATE 01 1958 

E.O. 11652: N/A 

TAGS: MILLAR 

SUBJECT: REQUEST EOR MEDICAL TREATMENT 
REE: USDAO BUENOS AIRES 141950 JAN 77 

1 . PER REETEL APPOINTMENT HAS BEEN ARRANGED FOR CAPTAIN 
MIGUEL ANGELO DEMARE AT WALTER REED HOSPITAL FOR 21 
JANUARY 1977 AT 8 A.M. HE WILL BE EXAMINED IN HEMATOLOGY 
CLINIC BY DR. OLMART. CAPTAIN SHOULD BRING ALL MEDICAL 
RECORDS AVAILABLE TO THE APPOINTMENT. HE SHOULD FAST FOR 
THE EIGHT HOURS PRECEDING APPOINTMENT. 

2. PLEASE ADVISE SOONEST IF UNABLE MAKE APPOINTMENT. 

KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MEDICAL CARE 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 18-Jan-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE01 1958 

Document Source: CORE 

Document Unique ID: 00 

Drafter: FERONDON:JC 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D77001 9-0029 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 97701 40/aaaabiqo. tel 

Line Count: 55 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 6b6547d5-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 27-Sep-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3567995 
Secure: OPEN 
Status: NATIVE 

Subject: REQUEST FOR MEDICAL TREATMENT 
TAGS: MILL AR, (DEMARE, MIGUL ANGELO) 

To: BUENOS AIRES 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/6b6547d5-c288-dd1 1 -92da-001 cc4696bcc 
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